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LIMITED OFFICIAL USE 

PAGE 01 KINSHA 07276 071134Z 

43 

ACTION AF-06 

INFO OCT-01 ISO-00 EB-07 COME-00 OC-05 CCO-00 /019 W 

114190 

P071001ZAUG 75 
FM AMEMBASSY KINSHASA 
TO AMEMBASSY ALGIERS PRIORITY 
INFO SECSTATE WASHDC PRIORITY 3957 



LIMITED OFFICIAL USE KINSHASA 7276 

E.O. 11652: N/A 

TAGS: ACOM, CVIS, US, CG 

SUBJECT: ITT GROUND STATION REPAIR 

REP: ALGIERS 1739 

REQUESTS FOR VISA CLEARANCE FOR MR. BASILE HAVE BEEN MADE BY 
EMBASSY OFFICERS AT FOREIGN MINISTRY AND GOZ IMMIGRATION AGENCY. VISA 
SHOULD BE FORTHCOMING. SUGGEST MR. BASILE CHECK WITH ZAIRIAN EMBASSY 
ALGIERS EACH DAY. 

WALKER 
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Capture Date: 01 JAN 1994 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KINSHA07276 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750272-1032 
From: KINSHASA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750874/aaaacnix.tel 

Line Count: 37 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 ALGIERS 1739 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 02 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <10 Jun 2003 by MorefiRH, INA>; RELEASED <02 JUL 2003 by MorefiRH>; RELEASED <02 Jul 2003 by MoreflRH>; 
APPROVED <07 OCT 2003 by GolinoFR> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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